REGISTRATION 
CERTIFICATE 


This is to certify that 


ENGIE SERVICES LIMITED 


REGISTRATION NO: 12770 


is enrolled on the Gas Safe Register of gas engineers and is 
therefore deemed a member of a Class of Persons approved by the 
relevant health and safety enforcement agency, in accordance with 
current gas safety legislation in force. 


THIS CERTIFICATE IS VALID UNTIL 31 MARCH 2023 


This certificate of enrolment on the Gas Safe Register shall remain the property of the 


issuing body and shall be retuned to Gas Safe Register upon removal of the holder's 
name from the Register for whatever reason. 


Jonathan Samuel 
Chief Executive 
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